Executive Office of Health and Human Services 


Workers’ Compensation 
And 

Employment Safety 

Industrial Accident Report 


The Executive Office of Health and Human Services in collaboration with the Human 
Resources Division has a zero tolerance for workers’ compensation fraud. 
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EOHHS " Industrial Accident Procedures and Guidelines 


Section I — To be completed within 24 hours of injury 

Form 

Instructions 

EOHIIS Industrial Accident Report 
(Pasres 1-6) 

Supervisor of injured employee is responsible for 
completing: the Industrial Accident Report with the 
employee. 

Manager completes Manager review Section of Page 4. 

Witness Report (Pasres 7) 

Supervisor of injured employee provides to employee(s) 
who witness incident. 

Concurrent Employee Review Form 
(8) 

Employee completes and signs. 

Medical Release Form (9) 

Employee completes and signs. 

Next Steps- 

1) Supervisor reviews entire packet for completion, legibility, accuracy of dates, and required 
signatures. 

2) The entire packet must be then immediately given to the Program/ Lab Manager for their review and 
completion of Page 4, Manager’s Review. 

3) The entire packet must be hand-carried to Carol Cormier, SLI Human Resources within 24 hours of 
the accident for processing. Carol’s back-up is Cecilia Marinucci (see contact information below) 

Section II —Detach and give entire section to the employee. Supervisor explains to the employee 
the importance of the attachments. 

Physician’s Report 

Employee brings to treating Physician. Physician report 
must be completed for each visit. Completed form may be 
faxed Canton number listed below. 

Iniured Guide to Medical Treatment 

Information only. No action needed 


Contact Information 


Department of Public Health 

State Laboratory Institute 

Human Resources Office 

305 South St. Room 203B 

Jamaica Plain, MA 02130 

The Office of Health and Human Services 
Human Resources Office 

Benefits and Leave Division 

3 Randolph Street 

Canton, MA 02021 

Contact- Carol Cormier 

Phone: 617-983-6206 

Fax: 617-983-6256 

Contact: Cecilia Marinucci 

Phone: 781-830-8313 

Fax: 617-830-8361 
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SECTION I: 


TO BE COMPLETED BY THE SUPERVISOR WITH 

THE EMPLOYEE 

(Do not give this to the employee to take home) 


Executive Office of Health and Human Services 
Industrial Accident Report 


Complete and Return to: 
Benefits and Leave Coordinator 
in the Human Resources Office 

within 24 hours 
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EOHHS - Industrial Accident Report 


The supervisor must discuss the incident with the employee and obtain very specific details of the 
incident for example: 

• were there any witnesses 

• was the employee unconscious at any point 

• was there any bruising, lacerations, redness, swelling noted 


Soc. Sec. #: 011-54-9907 Date of Injury/Illness: 12/01/08 

Department: Public Health 

Department mailing address: 305 South Street Boston. MA 01230 

Name: Julianne _ Nassif 

(First) (Middle) (Last) 

Sex: OMale [^Female Employee ID#: 103394 Record#:_ 

Employee Home Address: 109 Highview Street City: Westwood State MA Zip: 02090 

Home Telephone: 781-762-0162 Date of Birth 01/23/60 

Unit: Manager 

State Hire Date: 04/01/84 Department Hire Date: 04/01/84 

Status: I^Full Time Employee OPart Time Employee Work Hours/Wk:_ 

Shift: 1^ Number of scheduled days off per week: 2 

Occupation: (Official Position Title) Program manager VII 
Functional Title: Director of Analytical Chemistry 

Payroll Funding Source: State Payroll OTrust Funded OFederal Funded 

Time of event: 3:45 am/pm Date Reported: 12/03/08 

Time work began on day of event: 9:15 am/pm 

Event occurred: OBefore [^During I [After Work shift 
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What was employee doing just before the event occurred, describe the activity as well as any tools, equipment or 
material the employee was using. Be specific. Examples: 

1. Walking down the hallway carrying supplies. 

2. Restraining a patient. 

3. Pouring cleaning solution into a bucket in order to wash the floor. 


Walking on to the elevator. 


Third Party Claim: OYes IXINo 

How did the injury or illness occur: Example: 

1. Employee tripped over an electrical cord and fell to the floor 

2. Patient was flailing and hit the employee 

3. Cleaning solution splashed while being poured. 


Employee slipped on a piece food (muffin?) that was on the floor which caused her leg leg to slide forward, 
straddling the enterance to the elevator. She then fell forward on to the elvator landing on her left knee, left 
elbow and both hands. 


What was the source of the injury or illness? Source means the object or substance that directly harmed the employee. 
What object or substance directly harmed the employee?'' Example: 

1. The floor 

2. A patient 

3. Cleaning solution 


Over stretching of left leg and impact with the floor of the elevator 
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Nature of Injury or illness: Describe the Nature of the injury. Example: 

1. strained back 

2. contusion 

3. disorders of the eye 


Muscle soreness (back of left leg, upper back), minor bruise on left knee 


Body part(s) affected, a narrative of body parts affected. Example: 

1. low back 

2. face, arm 

_ 3. eyes _ 

left leg, left knee, upper back 


Injury/Illness detail (Choose Only from the Attached List): 

Select Body Part: _ 

Select Injury/illness:_ 

Select One or More Event Categories: 


KlFall 

Q Lifting 

I I MVA (Motor Vehicle Accident) 

I I Assault 

I I Exposure to Harmful Substances 

I I Repetitive Use 

I I Equipment 

I I MovingAValking 

I I Stress/Heart Attack 

I I Bum 

I I Cut 

I I Restraint 

□ Other 

I I Needlestick/Bloodbome Pathogen Exposure 


Severity of Injury or Illness: 

IXI (l)Minor injury; no likely lost time; no likely medical bills 
I I (2)Small injury; no likely lost time; possible medical bills 
I I (3)Moderate injury; possible lost time; probable medical bills 
I I (4)Significant injury; probably 0 to 5 days of lost time and medical bills 
□ (5)Severe injury; probably 5 plus days lost time and medical bills 

Where The Injury Occurred: 

Building: William A. Hinton State laboratory Institute 
Injury/Illness Location: elevator lobby, elevator 

Was the event the result of a violent act? O Yes 1^ No 
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Page 3 

EOHHS - Industrial Accident Report 


Was the employee engaging in usual job activities: Yes d] No 

If no, explain: _ 


Injury reported to: Carol Cormier 


Did the injured/ill worker: 

a. Lose consciousness? O Yes No 

b. Require medical treatment more than first aid? O Yes IXI No 

c. Have an injury from a contaminated needlestick or other sharp device? O Yes No 

d. Have a significant work-related injury/illness diagnosed by a health care professional? I I Yes 

e. Require transfer to another job or modified duty? O Yes |XI No 

If employee died as a result of injury/illness, what was the date of death? 

Supervisor: Are you satisfied that the injury occurred as stated? |XI Yes □ No 


If no, explain: 


IEIno 


Manager: Are you satisfied that the injury occurred as stated? Yes 
I f no, explain: 


□ No 


Was the event witnessed? Yes I I No 

If Yes, provide the names of witnesses and ask that each prepare a witness statement in their own handwriting 
and fax those statements to yonr claims adjuster. 

Witness: Name: Charles Salemi Title: Laboratory Supervisor Tel: 617-983-6629 

Name:_ Title:_ Tel:_ 
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EOHHS - Industrial Accident Report 


Did the employee seek medical attention? O Yes 1^ No 

If SO, where? 

a. Facility:_ 

b. Street:_ 

c. Town:_ 

d. Zip Code:_ 

Did the employee seek medical attention away from the worksite? O Yes No 

Was employee treated in an emergency room? O Yes 1^ No 

Was employee hospitalized overnight as an in-patient? O Yes I I No 

Is employee a disabled veteran or has any other known disability? O Yes No O Unknown 

Do you feel the employee would benefit from any referral to Rehabilitation? O Yes No O Unknown 

Do you feel the claim warrants further investigation? O Yes 1^ No 

Please attach any information you feel would be useful to HRDWC Unit in managing this claim. 

Please send the employees job description to your HRD Adjuster 


Signature_ Date: 

Position:_ 
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Injur 

Acute Injuries 

ies 

Mental disorders 

Amputation, enucleation 

Mental disorders (Anxiety attacks) 

Asphyxia, suffocation 

Mental disorders (Other mental disorder or syndrome) 

Burn, heat 

Mental disorders (Stress) 

Burn, chemical 

Other Work-related diseases/disorders 

Concussion 

Other occupational disease 

Contusion, crushing, bruise 

Diseases of central nervous system 

Cut, laceration, puncture (Except needlestick injury) 

Diseases of peripheral nerves and ganglia 

Cut, laceration, puncture (Needlestick/sharp injury) 

Disease of the blood and blood forming organs 

Cut, laceration, puncture (Splinter, chip (foreign body)) 

Disease of the gastro-intestinal tract 

Dislocation 

Carpal tunnel syndrome 

Fracture 

Poisoning and toxic effects 

Effects of exposure to low temperature 

Other poisoning due to toxic materials 

Effects of environmental heat 

Effects of lead 

Hernia, rupture 

Respiratory conditions 

Effects of radiation 

Other respatory condition 

Scratches, abrasion 

Upper respiratory condition (e.g. allergic rhinitis) 

Sprains, strains 

Asthma 

Multiple injuries 

Asbestosis 

Effects of atmospheric pressure 

Silicosis 

Bite/Burn/Other Injury (Bite, animal) 

Influenza/Pneumonia (Influenza) 

Bite/Burn/Other Injury (Bite, human) 

Influenza/Pneumonia (Pneumonia) 

Bite/Burn/Other Injury (Bite, insect) 

Skin conditions 

Bite/Burn/Other Injury (Burn, other) 

Dermatitis 

Bite/Burn/Other Injury (Other injury) 

Infections of the skin 

Electric shock/electrocution 

Other skin conditions 

Heart/Circulatory System Conditions 

Tumor, cancer 

Heart/Circulatory System (Heart condition/attack) 

Tumor, unspecified 

Heart/Circulatory System (High blood pressure) 

Malignant Tumor 

Heart/Circulatory System (Stroke or other circulatory condition) 

Benign Tumor 

Hearing and eye disorders 

Symptoms, ill defined conditions 

Hearing loss or impairment 

Symptoms, ill defined conditions (Back pain, hurt back) 

Conjunctivitis 

Symptoms, ill defined conditions (Chest pains) 

Other diseases of the eye 

Symptoms, ill defined conditions (Dizziness) 

Infectious or parasitic diseases 

Symptoms, ill defined conditions (Headaches, migraine) 

Tetanus 

Symptoms, ill defined conditions (Nausea, vomiting) 

Tuberculosis 

Symptoms, ill defined conditions (Pain/Soreness, except back or 
chest) 

Infectious/Parasasitic Diseases (Lyme disease) 

Symptoms, ill defined conditions (Sick building syndrome) 

Infectious/Parasasitic Diseases (Other infectious or parasitic diseases) 

Symptoms, ill defined conditions (Other symptoms and ill defined 
conditions) 

Hepatitis - viral 

Other 

Inflammation of the Joints or tendons 

No injury or illness 

Joint Inflammation, etc. (Arthritis) 

Damage to prosthetic devices 

Joint Inflammation, etc. (Bursitis) 

Non-classifiable (Exposure to saliva/body fluids) 

Joint Inflammation, etc. (Other Inflammation of the joints) 

Non-classifiable (Non-classifiable) 

Joint Inflammation, etc. (Sciatica) 

Complications peculiar to medical care 

Joint Inflammation, etc. (Tendonitis) 



HRDWC 1/08 
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EOHHS - Industrial Accident Report 

WITNESS REPORT 


Name of Injured Employee:_Accident Date:_ 

Accident Location:_ Accident Time: _ O AM O PM 

Witness Name (Please Print):_ 

Witness Address:_ 

Witness Home Telephone #: _Work Number:_ 

Were you PRESENT at the incident? O YES I I NO 

Did you SEE the incident occur? O YES O NO 

WHAT HAPPENED? (Give SPECIFIC details of what you observed.) 


Are you related to the employee? O YES I I NO 
If YES, what is the relationship?_ 

I hereby swear under the pains and penalties ofperjury that the above statements are true and complete to 
the best of my knowledge. 

Witness Signature Date 
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Workers’ Compensation Section 
One Ashburton Place, Floor 
Boston, MA 02108 

CONCURRENT EMPLOYMENT REVIEW FORM 

CLAIMANT’S NAME:_SS#_ 

STATE AGENCY: _ 

DATE OF INJURY: _ 

OTHER EMPLOYER NAME: (public or private)_ 

EMPLOYER ADDRESS:_ 

CONTACT PERSON:_ Telephone # _ 

DATES OF OTHER EMPLOYMENT: From_To_ 

DO YOU EXPECT THIS EMPLOYMENT TO CONTINUE? Yes_^No_ 

JOB DESCRIPTION OF OTHER EMPLOYMENT: 


Please list all positions both private and public other than the position for which you are 
claiming workers’ compensation. Attach a separate sheet for each position. 


Week 

No. 

Year: 

Week Ending 
Month Day 

Gross Amount Paid 
including overtime 

18 



19 



20 



21 



22 



23 



24 



25 



26 



27 



28 



29 



30 



31 



32 



33 



34 




Week 

No. 

Year: 

Week Ending 
Month Day 

Gross Amount 
Paid including 
overtime 



















41 






























51 



52 




Week 

No. 

Year: 

Week Ending 
Month Day 

Gross Amount Paid 
including overtime 

1 



2 



3 



4 



5 



6 



7 



8 



9 



10 



11 



12 



13 



14 



15 



16 



17 




I hereby certify that the above information is a complete and accurate statement of income from any other employment. Signed under the pains 
and penalties of perjury. 


Claimant’s Signature (Employee’s Signature) Date 

This statement of income is to be utilized to determine the amount of workers^ compensation you may receive for the injury for which you 

have a claim. 
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Workers’ Compensation Section 
One Ashburton Place, Floor 
Boston, MA 02108 


AUTHORIZATION FOR RELEASE OF 
MEDICAL RECORDS 


CLAIMANT’S NAME:_ 

SOCIAL SECURITY #: _ 

ADDRESS: _ 

TELEPHONE NUMBER:_ 

EMPLOYING AGENCY AND LOCATION:_ 

DATE OF INJURY:_ 

I am filing a claim lor workers’ compensation benefits and hereby authorize any hospital or other medical 
provider to release to the Human Resources Division (HRD), Workers’ Compensation Section, any and all 
information relative to my claim for benefits, including, but not limited to, psychiatric records, records 
pertaining to HIV (AIDS) or other records especially those protected by law. I understand that HRD may : 
ishare this information with my employer, medical and or vocational rehabilitation consultants, utilization 
review consultants, physicians and other medical care providers and other state agencies invoNed in the 
workers’ compensation process and I hereby authorize such release to the other persons and entities 
described. 


SIGNATURE: _ DATE; 

PLEASE COMPLETE THIS AUTHORIZATION AND RETURN TO: 


Human Resources Division 
Workers’ Compensation Section 
One Ashburton Place, 3rd FI. 
Boston, MA 02108 

Page 9 


Folk OIG PRR 009698 















SECTION II 


TO BE GIVEN TO THE EMPLOYEE 


Industrial Accident Instructions for Employees 


1. To ensure you follow the proper procedures, it is your responsibility to read the attached Injured 
Workers’ Guide to Medical Treatment regarding the Human Resources Division, Workers’ 
Compensation policy. 

2. You must sign the Concurrent Employment Review Form and the Authorization for Release of 

Medical Records. (These forms were in the original industrial accident report that your supervisor 
completed with you.) 

3. If outside medical treatment is necessary, you must give the attached Physician Report to the treating 
physician to complete. Once completed, the report MUST be returned (or faxed) to the Benefits and 
Leave Representative immediately. 

4. If medical attention is needed, you have the option to use your own medical provider or make 
arrangements through the medical provider associated with your Agency. If you require transportation 
your supervisor can assist in making arrangements. 

5. After treatment, you should return to work. If you are unable to return to work; YOU MUST 
CALL YOUR SUPERVISOR IMMEDIATELY TO NOTIFY THEM OF YOUR 
WORK STATUS. 

6. Communication between you, your Employer and the Workers’ Compensation Manager is 
essential in properly managing your industrial accident claim. You must submit all 
subsequent medical documentation to the Benefits and Leave Coordinator. 
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Workers’ Compensation Section 
One Ashburton Place, 3*^"* Floor 
Boston, MA 02108 
PHYSICIAN’S REPORT 

Report status: Initial_^Follow-up 

TO BE COMPLETED BY EMPLOYER: 

1. Name of Facility/Agenc y Department of Public Health - State Lab p hone (781) 830-8313 

Address: 305 South Street Jamaica Plain MA 02130 _ 

Name/Title of Workers’ Compensation Contact: Cecilia Marinucci. Benefits and Leave Coordinator 


TO BE COMPLETED BY EMPLOYEE: 

2. Full Name 


Date of Birth: / / 

First 

Address; 

Middle 

Last 

3. Date of Injury: 


Social Security No.: 


4. Has employee received prior medical treatment for this injury? Yes_ No 

If yes, by whom?_ 

TO BE COMPLETED BY MEDICAL PROVIDER/OFFICE STAFF: 


5. 

Practice Name: 



6. 

Physician Name (print or type): 


Date of Exam / / 


License No.: Specialty: 


Date of Report / / 

7. 

Mailing Address: 



8. 

Phone Number: ( )- 

Fax Number: (_ 

)- 


TO BE COMPLETED BY PHYSICIAN (MEDICAL EXAMINATION RESULTS): 

9. Provide patient’s statement as to how the injury occurred:_ 


10. Is there a history/evidence of pre-existing injury/disease: Yes_No 

If yes, explain:_ 

11. Subjective Complaints:_ 


12. Obj ective F indings: 


13. Neurological Findings (if any): 


14. Diagnosis:_ 

15. Plan of Treatment:_ 

16. In your opinion, was the accident/exposure a producing/contributing cause of the injury? Yes_No 

17. Is the employee able to perform his/her regular work duties? Yes_ No_ 

If no, employee may return to full duty in _days/weeks. (Circle one) 

18 FUNCTIONAL LIMITATIONS 

Temporary modified work may be available at state facilities. The employer may develop a modified job 
based on any restrictions described below. Patient CANNOT: 


SIT 

more than hours/day 

STAND/WALK 

more than hours/day 

CARRY/LIFT 

more than 10 20 30 40 50 lbs. 

PUSH 

more than 10 20 30 40 50 lbs. 

PULL 

more than 10 20 30 40 50 lbs. 

DRIVE VEHICLE 

OTHER (please deseribe): 

Yes No 


19. (Physician Referrals Only) Indicate Physician:_Specialty:_ 

SIGNATURE OF PHYSICIAN 

I certify under the pains and penalty of perjury that I have personally examined the above named employee. 

Signature:_^Date:_ 

(I am a duly licensed physician) 
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HRD (WC) 30-4-797 p/wc/forms/ldrreport 6/25/98 
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THE COMMONWEALTH OF MASSACHUSETTS 
EXECUTIVE OFFICE FOR ADMINISTRATION AND FINANCE 
HUMAN RESOURCES DIVISION/WORKERS’ COMPENSATION SECTION 
ONE ASHBURTON PLACE, BOSTON, MA 02108 
(617) 727-3437/ (800) 266-7991/ Fax: (617) 727-7816 


LESLEY A. KIRWAN 
Secretary 

TIMOTHY P. MURRAY 
Lieutenant Governor 


DEVAL L. PATRICK 
Governor 


Injured Workers’ Guide to Medical Treatment 


The Human Resources Division (HRD) Worker’s Compensation Section is the insurer as well as the Utilization Review agent for 
your industrial accident. Your agency’s workers’ compensation agent will provide you with HRD/WCS Notice of Injury Packet. 
Please make sure that your agencies workers’ compensation designee has completed the entire packet and has advised HRD of 
your claim. Upon receipt of your claim, the Human Resources Division/Workers’ Compensation Section will assign a file 
number. If you have any questions regarding your claim, you may call the HRD claim’s unit at 1-617-727-3437 and ask to speak 
with the adjuster for your employing agency. 

The Division of Industrial Accidents (DIA) requires all workers’ compensation insurers to perform utilization review to 
determine the medical necessity of health care services. You or your medical provider must contact HRD each time you seek 
treatment for your work-related injury. You may contact the Utilization Review department once a claim has been filed at 1-800- 
266-7991 or by fax at 617-727-7816. 

Please notify your medical provider of the insurance address listed on the top of this page. Under no circumstances should you 
provide your employing agency as the insurer. 

The Division of Health Care Finance and Policy (DHCFP) has statutory authority under Massachusetts General Laws of the 
Commonwealth (M.G.L.) cl52s. 13 and cl 18 G to regulate rates of payment for hospitals, health care providers and prescription 
drugs covered by insurer and other purchasers under M.G.L. c. 152, the Worker’s Compensation Act. 

The rates of payment provided by HRD will be consistent with the fee schedule established by the DHCFP. Reimbursement for 
health care services is considered payment in full; your provider may not bill you in excess of the established rate of 
reimbursement. Please inform your medical provider, that in order to be considered for reimbursement, all bills must be 
received on a HICFA 1500 or UB 90 form with a detailed description of the services rendered attached. 

Reimbursement for prescription drugs is also consistent with the fee schedule; HRD does not reimburse for co-payments resulting 
from the use of another insurance policy. As of January 2003, area pharmacies that will bill HRD for pharmacy charges include 
Brooks, Walgreen’s, and Wal-Mart. 
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